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Mecussed at the conference were pleas fear the expansion of the 5KO and EWV/» 
far construction projects at the f KG were taken up individually for the furnace installa- 
tions, ore-dr easing installations, steel plant, generator installation, rolling sill, and 
p+rmfvtfTt - aold casting foundry. The construction plans for the W«l were covered in much 
les s detail. It ia stated that the planning of construction and installation project* at 
the MO ia wore advanced than at the FWW. 
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